Mr. Jackson denied that he did anything to cause the
rock to fall on his machine, and he was not aware that the
respondent made an investigation of the accident (Tr. 48).
However, he was told that the machine door glass was knocked
out, a precleaner breather knocked off, and that the door
frame was bent.  He was told that the machine was out of
service for about an hour and a half or two hours (Tr. 49).

Mr. Jackson stated that he constantly complained about
the slick tracks on his machine, but he indicated that any
safety concern over this condition would depend on where the
machine was operating.  The slick tracks would be a safety
problem if the machine were operating on a hill because there
would be no traction.  However, while "slot pushing" on level
ground, the slick tracks would not present a safety hazard.
He operated his machine with slick tracks for approximately a
month and a half, but the respondent took care of the problem
and replaced the tracks.  The tracks on his machine were
replaced approximately 2 or 3 weeks before the accident '(Tr.
49-53).

Mr. Jackson stated that he also constantly complained
about the rear-view mirrors being knocked off of the end-dump
machine he was operating (Tr. 54).  He confirmed that the
mirrors are knocked off trucks at least once a month by the
end loaders, and he conceded that this was "normal wear arid
tear" (Tr. 56).  He confirmed that the respondent eventually
would replace the mirrors, but only after his repeated
complaints (Tr. 58).

Mr. Jackson confirmed that he knew he had a right to
refuse to operate unsafe equipment, and he conceded that he
would operate a piece of equipment which he knew to be unsafe
because he had to work to support his family.  He also con-
firmed that while he never refused to operate a piece of
equipment which lacked a rear view mirror, he engaged in
heated arguments over the condition.  He conceded that on one
occasion a foreman took a truck out of service until the rear
view mirrow was replaced (Tr. 60).

Mr. Jackson stated that he also complained about the
D-clutch brakes on the 992 loaders, but that "nobody ever
seemed to care whether they was working right or not."  He
believed that he would have been fired had he refused to oper-
ate equipment which he considered to be unsafe because
"there's too many people out there that would run it" (Tr.
60).

371t were not fired (Tr. 46).  He has never seen any
